1362, 

The  Aii*  Force  Academy  Cadet  Chapel,  located  north  of 
Colorado  Springs,  Colorado.  Five  years  of  planning  and 
four  years  of  construction  went  into  the  building  of  this 
Chapel.  Within  the  one  structure  is  a  Protestant  Chapel 
seating'  1200  persons;  a  Catholic  Chapel  seating  500  wor- 
shipers; and  a  Jewish  Chapel  seating  100.  The  Cadet 
Chapel  is  the  crowning  architectural  feature  of  the  Air 
Forcq  Academy  Campus. 
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